Panama Change ov, 

PANAMA CITY, Panama 
— Col. Omar Torrijos, a fV 
leader of the coup which 
ousted Panama President 
Arnulfo Arias Oct. 11, took 
over commiand of the Na- 
tional Guard late Monday 
night from Col. Aristides 
Hassan. 




